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ACTION EB- 11 

INFO OCT-01 EUR-25 ISO-OO CAB-09 CIAE-00 COME-OO DODE-OO 

DOTE-OO INR-10 NSAE-00 RSC-01 FAA-00 DRC-01 /058 W 

130766 

R 131319Z MAY 74 
FM AMEMBASSY BUCHAREST 
TO SECSTATE WASHDC 8713 

CONFIDENTIAL BUCHAREST 2045 

FOR EB/OA/A VP/DUDLEY 

EO 11652: N/A 
TAGS: ETRN, RO 

SUBJECT: CIV AIR - TAROM TECHNICAL FLIGHTS TO SEATTLE 
REF: DUDLEY/BRAMANTE TRANSMITTAL SLIP 5/2/74 

OS1. WE HAVE DISCUSSED QUESTION OF ADVANCE NOTICE FOR TAROM FLIGHTS 
AND QUATION OF TELEX COMMUNICATIONS WITH BOTH ROMANIAN OFFICIALS 
AND WITH LOCAL BOEING REP. BESIDES COMMON PRACTICE IN TAROM/ 

CIV AIR ORGANIZATION OF REACHING FINAL DECISION ON SUCH MATTERS 
ONLY SHORTLY BEFORE ACTION CONTEMPLATED, BECAUSE OF CUMBERSOME 
DECISION-MAKING PROCESS, THERE IS ALSO PROBLEM OF HOW TELEX COM- 
MUNICATIONS SHOULD BE DIRECTED. UP TO NOW, ROMANIANS HAVE INSISTED 
ON USING THEIR OWN CHANNELS WHICH, PRESUMABLY, GO THROUGH GOR 
EMBASSY, WASHINGTON. BOEING HAS OFFERED THE SERVICES OF ITS OWN 
DIRECT COMMUNICATIONS WITH SEATTLE, AND EMBASSY HAS ALSO OFFERED 
TO ASSIST IN FORWARDING MESSAGES. LOCAL BOEING REP INDICATES 
SOME HEADWAY IN AN AGREEMENT WITH ROMANIAN OFFICIALS TO USE 
BOEING DIRECT-TO-PLANT COMMUNICATION FACILITIES. IN ANY CASE 
WE WILL CONTINUE TO MAINTAIN CLOSE CONTACT AND ASSIST IN ANY 
WAY WE CAN. 

BARNES 


CONFIDENTIAL 
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